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The agency's Internal Review did not make a finding of what caused the release. That 
was made clear by Mr. Stanislaus when he appeared before the House Science, Space, 
and Technology Committee on Sept. 9, 2015. As Mr. Stanislaus has said, we are 
awaiting the results of the independent investigation from the U.S. Department of the 
Interior and the EPA Inspector General before determining the cause of the release. 


Agency staff in our Region 8 office have had several discussions with Mr. Hennis's legal 
counsel since Aug. 5. 
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